Notice No. 1 


Rules and Regulations for the 
Construction and Classification of 
Floating Docks, 

July 2015 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. Any corrigenda included in the Notice are effective immediately. 


Issue date: December 2015 


Amendments to Effective date 
Part 1, Chapter 1, Section 4 1 January 2016 


Lloyd's Working together 
Register for a safer world 


Part 1, Chapter 1 


General Regulations 


Effective date 1 January 2016 


a Section 4 
Naval Ship Technical Committee 


4.6 The function of the Naval Ship Technical Committee is to consider technical issues connected with Naval Ship matters 
and to approve proposals for new Naval Ship Rules, or amendments to existing Naval Ship Rules. Where appropriate, Naval Ship 
Technical Committee may also recognise alternative LR Rule requirements that have been approved by the other Lloyd’s Register 
Technical Committee as adjunct to the Naval Ship Rules. 
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